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OSA 2430-62 
4 December 1062 
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MEMORANDUM FOll THE EECORD: 
SUBJECT: System XII Status 
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- - of ^r^e ch as s 114 

somethat Sissisilar in their characteristic. SJ? “ lo lit 
changes and modifications to the original coiceot wbm in 
corporated in each unit m aocordancl elth undent !nLt?7„n„™ 

to X e“abLsr r r ?i inB ax «>r ience - ' ihis ^ranuu^ lnien^ oniy 

^lti: COrd ' iOUEti ° n “ d c^acteristics of * 



S/N 1 is mounted in Article 342 
«?» * is Kounte^in Article 359 
c./E 3 is at I^MI and will be mounted in" Article 


, currently 
t currently at 


25X1 D 


.^,J\> ^ r g ^ag£» r 1 «W 2 have no markings on or 

!?a“ iJfiir , 1s?l8o fL 2 ^ s rt f arkln * s . at »w>. no. 

are not illuminated Fti+% *»« ©gree points. '1 hese markings 

^ . d \ Puture versions of the System XII will in. 

be illuminator! 6 # M * I ? t lags around the scope periphery which will 
~® liluminated for ®« s y viewing in a dark cockpit. 
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OSA 2450-62 
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SPARES AMD MAINTENANCE : 


Sufficient test equipment is 
to permit testing, calibration, 

iTfi A J «... F 


available both aFHBBUB'anSr^^^M to 

and maintenance of the System XII unit* a . *" - - 

tit has been furnished with s/J ! bu£ ’ f ?L S £ ar ® mrts 

The equipment contractor is Jk t hi nrL^ J ^ S { K 2 or 3 * 
kits consisting of niunr in 6 5>r< * cess drawing up spare 

tho B y 3 L« 3 ? Th» fif« ki? f° d ^? a , aI1 “ s r U P a «* peculi.5 to 
Preliiinari handbooka h»™ JL f °f ? ei±Ter 5 r 7 Oecaabsr 1862. 

been nrrn^ed SiLh tL «^, H™. / Urniahed anci » <»««*ct ha* 
repairs. h equipment manufacturer for spares and 


^•s^lSeSi-a ginning 7 1902, System 

until a total of 15 (including the°Dr^sen? a ?\ i 0 ”*^ p ® riod 
A number of these are to be SLrf Bent 3) has been delivered. 

currently with the Seliiery of thl si«LvT?J rCraft * Coi >~ 
parts kits are to be delivered Vt t K11 a > seven spare 
AU deliver!.* «. of 


Distribution; 

Original - OSA/Cocuao E-6(A) 
I - GD/GSA 
1 - MD/05A 
1 - OSA/CDMMO Chrono 
- i - KB/OSA 
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